
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


08/19/2011 


Ryan Mingo 

Assistant District Attorney, Suffolk County 
Dear ADA Mingo, 

Enclosed is the information you requested in regards to Commonwealth Included are 

copies of the following: 

1. Curriculum Vitae for Annie Dookhan and Nicole Medina, 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples U 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Nicole Medina was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerely? 



Annie Dookhan 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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DEPART ME ft T 


DRUG RECEIPT 


District Unit 


Name & Rank of Arresting Officer 


BOOK ft 

PAGE #_ 

DESTRUCTION 


^ 2. //of 


Jc/5 


(U csaj _iDtt_ UJLoal 


DEFENDANT'S NAME 


ADDRESS 


STATE 





LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 


-A/k ;-/ / uti. lidlL 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 


L./L __ 



_ I_ t< /C ____ 


J-A 








u t5r 


iS-A- 


55 ^ 


-m 


jLOi- 


3 //a 


51 



To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by. 


BPD Fmm 0038’8IS-C907 (prev. 1763) 


AJ Y. . 5Ukdt 


ECU Control #. 
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No. DATE ANALYZED : CTf jCl* I i j 

City: Boston D.c.U. Police 
Officer; p.o. sybil white 


Def : 

Amount: Subst: SUB 

NO. CONt: 3 CONT: PB 


Date Rec'd: 04 / 13/2011 No. Analyzed: I 

GROSS WT: 5.780 NET V/T : O . 

ttlESTS: b 

Prelim: Coccv-vnjQ Findings: Qoceexr^^ 


I 


Date analyzed: I j 

City: Boston D.C.u, Pol ice 
OFFICER: P.O. SYBIL WHITE 

AM 0 u I Q U I D 

NO . CONT: 5 CONT: VI AL 

date Rec'd: 04 / 13/2011 No. Analyzed: 

Gross Wt: 25.420 Net Wt : 

#Tests : 3 

Prelim: 5 Findings: \ Jet \ aM^e 
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DRUG POWDER ANALYSIS FORM 


SAMPLE if AGENCY ^oV^O • ANALYST <v> ? 

__ ^ 
No. of samples tested:_ Evidence WL 



PHYSICAL DESCRIPTION: 


Gross Wt ( Z ): 

V * 



Gross Wt ( \ ): 

V * C> M X 

Pkg. Wt:_ 



Net Wt: 

o- GA \.°i 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( 4) 
Marquis 
Froehde's 
Mecke’s 


Microorvstallino Tests 
Gold 

Chloride -V" _ 

TLTA ( -V) -v _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS LOca^ 
DATE DQ-v- u_ 


GC/MS CONFIRMATORY TEST 

RESULTS cotg^ 

MS 

OPERATOR 

DATE n-b-W 


Revised 7/2005 


Folk_OIG_PRR_031687 




DRUG POWDER ANALYSIS FORM 


SAMPLE if 



No. of samples tested: 


AGENCY . ANALYST 

Evidence Wl 




PHYSICAL DESCRIPTION: 


ociVvVe 





v*V <_A, , cujvfi-ii . 


Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkfl. Wt: 

Net Wt; v \.M.G£o 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (- ) ~ 
Marquis - 
Froehde's — 
Mecko’s 


Mlcrocrystalllno Tests 
Gold 

Chloride_ 

TLTA_(_ l _ 

OTHER TESTS 

GA'va ■*. ~~ _ 

ClV>lui£& - <S> _ 

G-C - 


PRELIMINARY TEST RESULTS 
RESULTS \Q &<CaV'^> 
DATE o ^ — v\ _ 


Revised 7/2005 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Folk OIG PRR 031688 




DRUG POWDER ANALYSIS FORM 


SAMPLE # - AGENCY 

No. of samples tested; 

PHYSICAL DESCRIPTION: 

OV-€L<XA 

*5 o\cASa,' 




DATE Qb-N-n 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\SYSTEM4\07_01_11\794533.D 

NEM 

1 Jul 2011 17:44 

COCAINE STD 


Vial Number 

AequisitionMeth 

integrator 


33 

DRUGS 

RTE 


Abundance 

1000000 


TtC: 7§4533 DWata.ms 

AMO 


aooooo 




0 


jT r, "r r j T TTTjTTTT'|TT! i j vv rq+nTyr. ‘ M * J J H t I I ' t H i I f * ' t I ! I » ' 1 F * rvTj T Trrp--r-r-T , r n 

2*00 2,50 3.Q0 3.60 4,00 4.50 5.0Q 5,50 6,00 0.50 7.00 7.60 6, 00 8.50 0,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.600 

1146352 

100.00 

100.00 


794533.D Thu Aug 18 07:32:57 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name ; P:\SYSTBM4\07_01_11\794533.D 

Operator ; NEM 

Date Acquired : 1 Jul 2011 17:44 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 33 

AcquisitionMeth: DRUGS 
integrator : RTE 


Search Libraries: C: \Da‘tabase\SLI, L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

c : \ Da taba se \ pmwjtox 2 . l 

PK|| RT Library/ID CASH Qual 


1 4.60 C:\Database\SLI.L . 

COCAINE 000050 36-2 99 


Abundance Average of 4.663 lo 4,711 mfn.: 794533.Dldafa,ms {-) 



Abundance #29; COCAINE 



794533, D Thu Aug 18 07:32:57 2011 Page 2 
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Avea Percent / library Search Report 


Information from 
File Name : 

Operator 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number 
AcquisitionMethi 
Integrator ; 


Data File: 

F:\SYSTEM4\07_01_11\794534.D 
NEM 

1 Jul 2011 17:57 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: ?94534.D\data.ros 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


794534.D 


Thu Aug 18 07:33:00 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM4\07_01_11\794S3 6.D 
NKM 

i Jul 20X1 18:24 

BLANK 
ASD 
1 

DRUGS 

RTF 


Abidance TIC: 794636.OVdata.ms 



Ret. Time 


Area Area % Ratio % 


* * * NO INTEGRATED PEAKS*** 


794536.D Thu Aug 18 07:33:06 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis x tionMeth 
Integrator 


F: \SYSTEM4\07_01__11\ 
NEM 

1 Jul 2011 18:37 

BLANK 
ASD 
1 

DRUGS 

RTE 


794537.D 


Abundance TIC; 794537.D\data.m$ 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


794537,D Thu Aug 18 07:33:10 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquiaitionMeth 
Integrator 


F: \SYSTBM4\07_01_U\794538 .D 
NEM 

1 Jul 2011 18:50 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abimdanco TIC: 794538.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


79453 8,D Thu Aug 18 07:33:25 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

P:\SYSTEM4\07 01 11\794539.D 


Operator 

NBM 


Date Acquired 

1 Jul 2011 19:04 


Sample Name 



Submitted by 

ASD 


Vial Number 

39 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NiST08 .h 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PKi! RT 

Library/ID 

CAS# Qual 


1 3.25 C:\Database\NISTQ8.L 


Caffeine 

000068-08-2 

98 

Caffeine 

000058-08-2 

98 

Caffeine 

000058-08-2 

98 


Abundance Average of 3,227 to 3.307 min.: 794639.D\dala,ms (-) 



Abundance 


#55120: Caffeine 


1$4 


80 

60 


109 


m/z~> 


40 

20 


55 


67 


42 



32 

Li T T*-fl 



OWPlrr^liL 

A0 50 GO .70 80 



90 100.110 


136 165 

122 Ij, 151 i 

r-rptTn-j : W4npfTT- f^hTT-rp n-rprr 

120 130 140 150 160 170 . 



180 190 


794539.D Thu Aug 18 07;33.-28 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

R:\SYSTEM4\07 01 11\794539.D 



Operator 

NEM 



Date Acquired 

1 Jul 2011 19:04 



Sample Name 




Submitted by 

ASD 



Vial Number 

39 



Ac qu i s it ionMe t h 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality: 00 


C: \Database\NlST08 . L> 

Minimum 

Quality: 80 


C: \Database\PMWJTOX2 , L 



PX.1t RT 

Library/ID 

CASH 

* Qual 


2 3,83 C:\Databaee\NiST08.ij 

Levamisole 006649-23-6 99 
Irnidazo[2,i-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Levamisole 006649-23-6 97 



Abundance #61883: Levamisole 



794539,D Thu Aug 18 07:33:29 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 

F:\SYSTEM4\0? 01 11\794539.D 


Operator 

NEM 


Date Acquired 

1 Jul 2011 19:04 


Sample Name 

mmamm 


Submitted by 

ASD 


Vial Number 

3 9 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Database\SLI. L 

Minimum Quality: 80 


C \Database\NIST08.L 

C .• \Da tabase\PMW_TOX2 . L 

Minimum Quality: 80 

PK4) RT 

Library/ID 

CAS if Qual 


3 4.60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance 

80 

60 

40 

20 


42 


m fz-> 


L r _ | u r 

40 


% 


*65 67 

iiiilJjk 


Average of 4.549 to 4745 mlrc: 794539.D\data.ms {-) 
182 


94 


80 


r> v r T i ' 
80 


105 


122 


136 


100 


120 


^2 tec 


7~TT J ^ 


198 

i 

JL 




214 


303 


140 160 180 200 


7 I « 
220 


242 260 


272 


240~ 


T~ 

260 


280 


288 


300 


Abundance #29: COCAINE 



794539.D Thu Aug 18 07:33:29 2011 


Page 4 
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Area Percent: / library Search Report 


Information from Data File: 

Pile Maine : F:\SYSTEM4\07_01_11\794540.D 

Operator ; MEM 

Date Acquired : 1 Jul 2011 19:17 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMe t h; DRUGS 

Integrator : RTE 



Ret * Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


i 


794540.D Thu Aug 18 07:33:32 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
vial Number 
AcquisitionMeth: 
Integrator 


Data Pile; 

P:\SYSTEM4\07_01__11\794S43 ,D 
NBM 

1 Jul 2011 19:57 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC; 794543.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


794543,D Thu Aug 18 07:33:42 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTfiM4\07_01_ll\794544,D 
NEM 

1 Jul 2011 20:10 

COCAINE STD 

33 

DRUGS 

RTE 


Abundance TIC: 794544.DWaia.ms 

I 4.$00 


10Q00Q0 

800000 

600000 

400000J 

20000(1 

0 j 

Tfine~> 


VyTTr r j >. i**t i pi i ry - f- r r i pm 1 ■-i-pr*n~i-pri m m t r n i T ~j i r i » p t r r jm n -r~ r-p rT ~T * p 

2.00 2.60 3.00 3.60 4.00 4.60 5.00 6.5 0 0,00 6.50 7.00 7.60 6.00 6.50 0.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


4 .600 

1137818 

100.00 

100.00 



794544.D Thu Aug 18 07:33:45 2011 Page 1 
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Area Percent j Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM4\07_01_11\794544,D 

Operator : NEM 

Date Acquired : 1 Jul 2011 20:10 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTF 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C; \Database\PMW__TOX2. h 

PKtf RT Library/ID CASH Qual 


1 4,60 C:\Database\SLX.L 

COCAINE 000050-36-2 99 










Area Percent / Library Search Report 


Information fror 

w Data File: 

File Name 

F:\SYSTEM4\07 01 ll\794545,D 

Operator 

NEM 

Date Acquired 

1 Jul 2011 20:24 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

: RTS 

Abundance 

TJC: 794645,OWaia ( ms 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


794545.D Thu Aug 18 07:33:48 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator i 


Data File; 

F:\SY3TEM4\07_01_ll\794585.D 

HEM 

2 Jul 2011 13;44 

BLANK 
ASD 
2 

SCREEN 

RTE 


Abundance TIC: 7945&5,D\<Jata.rn$ 



Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


794585,D Thu Aug 18 07:34:14 2011 


Page 1 
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Area Percent j Library Search Report 


Information from Data File: 

File Name : F:\SYSTBM4\07_01_L1\794586,D 

Operator : NEM 

Date Accjnired 
Sample Name 
Submitted by 
Vial Number : 86 

AcquisitionMeth: SCREEN 
integrator : RTE 


2 Jui 2011 14:18 


Abundance 

3000000 

2000000 

tOOOQOO 


TIC: 794586.D\dala.ms 



r i tttt r TT'» t p r i r ; i -r rr p v v i > ■ . -tt-i 


> ; t f=r rt=r=) 


2.00 4,00 6.00 8.00 10,00 12.00 14,00 18,00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret, Time 

Area 

Area % 

Ratio £ 



2.488 

1442552 

100.00 

100.00 




794506.D Thu Aug 18 07:34:16 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM4\07_01_ll\794586,D 
NEM 

2 Jul 2011 14:IS 


ASD 
86 

SCREEN 

RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NXST08 .h 
C:\Database\PMW TOX2.L 


PKil 


Minimum Quality: SO 
Minimum Quality: SO 


RT Library/ID 

CAS If 

Qual 

2.49 C:\Database\NIST08.L 



Glycerin 

000056-81-5 

90 

Diglycerol 

000627"82-7 

83 

Glycerin 

000056- 81-5 

83 


Abundance 

80 

60 

40 

20 


Average of 2.874 lo 1494 min.: 794586,0\dala,m$ (-) 

6:1 


43 


31 




oU-. 


10 20 




55 }[j 74 89 103 133 

t- r t t** J j*T* T * n[ - i L i ‘i r-j i ~r r rr- r' j r 1 1 ■ it f-i r-rr j~ i m y \ rr 

30 40 60 60 70 80 90 100 110 120 130 


6 ! 1 


43 


Abundance 

so' 

60 
40 
20 

0 Vf > t ' J 

m/2-> 10 20 30 40 60 60 


02404: Gfycodn 


15 


31 


M 




J9jl 


74 


*T-Tr-r-n- 


r 

70 


67 


1 . ynr-ri ,- rr -i , I r~ r , r-r~ i 

80 90 100 110 120 130 


794586.D 


Thu Aug 18 07:34:16 2011 


Page 2 


Folk_OIG_PRR_031707 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\SYSTEM4\07_01 ll\794587.D 
NEW 

2 Jul 2011 14:52 


ASD 

87 

SCREEN 

RTE 


Abundance TIC: 794587.0\d alii rm 



Ret, Time Area Area % Ratio % 


2,486 1532795 100.00 100.00 


794587.D Thu Aug 18 07:34:19 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM4\07_01_ll\794587.D 

Operator : NEM 

Date Acquired 
Sample Name 
Submitted by 
Vial Number t 87 
AcquisitionMeth: SCREEN 
Integrator : RTE 


2 Jul 2011 14:52 



Search Libraries; 


C:\Database\SLI .h 
C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Qua1it y : 80 


PKjt RT Library/ID 

CASff 

Qual 

1 2.49 C:\Databaae\NIST08.L 



Glycerin 

000056“81-5 

90 

Glycerin 

000056-01-5 

83 

Diglycerol 

000627-82-7 

83 


Abundance 

80 
60 
40 ; 

20 

0 

Q1/2">_tO 

Abundance 

801 
60 

40 

20 
0 Vrri 


Average of 2 385 to 2.498 min.: 794687.D\data*m$ p) 

eti 


43 


31 


,., 


103 


117 


133 


20 


30 40 .50. 60 70 80 

#2404: Glycerin 


90 100 110 120 _130 


6f1 


43 


15 


31 


mfz-> 


10 




36 


20 30 


40 


49 ^ J 

rrpr 


i 74 

r r rrpiTr-rpr 

50 80 70 80 


87 


~j~r 

90 


Too* iio 


794587. D Thu Aug 18 07;34:20 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data Filei 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM4\ 0 7_ 01_11\794588. D 
NEM 

2 tTUl 2011 15:26 



Abundance TIC. 794588.0\data,m$ 



Ret, Time 

Area 

Area % 

Ratio % 

2.452 

1056932 

100.00 

100,00 


794588.D Thu Aug 18 07:34:23 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Rile: 


Rile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTSM4\07_01_11\794588, D 
NEW 

2 Jul 2011 15:26 


ASD 

88 

SCREEN 

RTE 


Search 

Libraries: C:\Database\SLI L 

Minimum Quality: 80 



C:\Database\NIST08 .h 

C: \Database\PMW_T0X2 . h 

Minimum Quality: 80 

PK1I 

RT 

Library/ID 

CASU Qual 

1 

2.45 

C:\Da taba se\NIST08.L 

i 



Glycerin 

000056-81-5 90 



Glycerin 

000056-81-5 83 



Glycerin 

000056-81-5 83 


Abunctenco 

80 
60 
40 
20 

0 

m fc«>_10 

Abundance 

80 
60 

40 
20 
0 : 


Average of 2.380 in 2.470 min.: 794688.bWala.mW 
6:1 


43 


31 


,. 38.! 

-r-r-T-ryrrf * f r j *r* T rn F 


49 


65 


75 


89 


20 30 40 


f i \ i i ■ i -r rr[ 


103 


117 


133 


60_80_70 80 

# 2404 : Glycerin 

6:1 


p-rrVprn i [TT'r 

90 100 110 120 130 


43 


15 


31 


m/z- 




,,36 _ 

fVriY 


i 49 66 

V-r-p r-r^et 


10 20 30 40 60 


74 87 

80 70 . 80 


-r-f -T-ii s t ~ | •r " r-r- 

90 100 110 120 130 


794588.D Thu Aug 18 07:34:24 2011 


Page 2 


i 


Folk_OIG_PRR_031711 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
integrator 


F:\SYSTEM4\07_01_11\794589.D 
NEM 

2 Jul 2011 16:00 


ASD 

89 

SCREEN 

RTE 


Abundance 
25000C" 



TIC:794589.D\daia.rns 


Qipp,• i r-fi-rrr-p'T 

J rf. qTT ri j-", 

t'rfm « y*r > 

Tryrl^rri-rTTgY^ 1 ,f J * STT j 1“”} ? ) r' f-f 

Tlmo-> 2.00.... 4,00_ 6.00. 

8,00 10,00 12.00 

14,00 16.00 

18.00 2000 22.00 24.00 .26.00 28.00 _ 

Ret . Time 

Area 

Area % 

Ratio % 

2.485 

1521721 

100.00 

100.00 


I 


!; 


794589.D Thu Aug 18 07:34:26 2011 Page 1 
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Az^ea Percent / Library Search Report 


Information from Data File: 


File Name 

P:\SYSTEM4\07 01 11\794589,D 


Opex~ator 

NEM 


Date Acquired 

2 Jul 2011 16:00 


Sample Name 



Submitted by 

ASD 


Vial Number 

89 


AcquisitionMeth 

SCREEN 


Integrator 

RTE 


Search Libraries: C;\Database\SLl .h 

Minimum Quality: 80 


C:\Database\NIST08 .h 

C:\Database\PMWJTOX2.L 

Minimum Quality: 80 

PKjf RT 

Library/ID 

CASH Qual 


2.49 C:\Databaae\NIST0 8.Ii 



Glycerin 

000056-81-5 

90 


Glycerin 

000056-81-5 

83 


Diglycerol 

000627-82 -7 

83 

Abundance 

Average of 2.364 to 2.497 min.: 7945&9.D\dafa,ros (-) 



60 

60 

40 

20 


0 Vrrrrrp 

ni/z-> 10 20 


Abundance 

60 

60 

40 

20i 

; 

o 1 


43 


-M 


31 


} L 37 . 

ft i * i i 


ryr 

30 40 60 


43 


55 

f —r 1 H+ 


74 89 

-T^ n-pr T r-r ’ j i 


103 117 

T r 1 i-nrynV r 


133 


60 70 80 90 100 110 _ 120 130 

#2404; Glycerin 
Gjl 


15 


31 


m/z-> 


n . k . M 


36 . ,| | 49 ?6. | |. ;’4 87 

1 >’C r'j I t 1 1 1 1 r~ryr't* i I } 1 I ) 


10 20 30 40 60 60 70 


•’ 1 ' l ' 1 ' ’ I ' 1 ' 1 i ' 

80 90 100 110 120 130 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\SVSTEM4\07_01_11\794590.D 

Operator ; NEM 

Date Acquired : 2 Jul 2011 16:34 

Sample Name : 

Submitted by : ASD 
Vial Number : 90 

AcquisitionMeth: SCREEN 


Integrator : RTE 

Abundance TIC: 794{&6>D\daia,m$ 


l 


1000000j 



Ret. Time 

Area 

Area % 

Ratio % 


2,515 

1964736 

100.00 

100.00 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \SYSTEM4\07_01JL1\794590 , D 

Operator : NEM 

Date Acquired : 2 Jul 2011 16:34 

Sample Name : BHMHHNNi 

Submitted by : ASD 

Vial Number ; 90 

AcquisitionMeth: SCREEN 

Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; SO 

C:\Database\NISTG8,L Minimum Quality; 80 

C:\Da tabase\PMW TOX2,L 


PKff 

RT 

Library/ID 

CAS 41 

Qual 

1 

2,51 

0:\Da tabase\NIST0 8.L 





Glycerin 

000056-81-5 

90 



Glycerin 

000056-81-5 

83 



Diglycerol 

000627-82-7 

78 
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Area Percent / library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number' 
AcquisitionMet h 
Integrator 


P:\SYSTEM4\07_01_ll\79459i.D 

NEM 

2 Jul 2011 17:09 

BLANK 
ASD 
2 

SCREEN 

RTE 


Abundance TIC: 794591 Dldala,ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 
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